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SUBJECT: ISRAEL ELECTRIC'S PLANS TO BUILD NUCLEAR REACTOR 

DEPT HAS SEEN DEC 1 1 JERUSALEM POST REPORT THAT ENGINEER 
MICHAEL KATZ OF ISRAEL ELECTRIC CORP. TOLD MEETING OF 
ISRAEL NUCLEAR SOCIETY AT BEN GURION UNIVERSITY OF ELECTRIC 
CORP S PLANS TO PUT OUT INTERNATIONAL TENDER IN JANUARY 
FOR 600 MEGAWATT ATOMIC REACTOR TO BE LOCATED BETWEEN 
ASHKELON AND ASHDOD AT ESTIMATED COST OF DOES 500 MILLION. 
ANY UP-TO-DATE INFORMATION EMBASSY CAN DEVELOP WITH 
ISRAEL ELECTRIC REGARDING PLANS TO BUILD NUCLEAR POWER 
REACTOR WOULD BE OF INTEREST. KISSINGER 
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